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Meck the family of G-E regulator; 


that are helping to find hidden kw 


TYPE MLT-32, THREE-PHASE, 60 CYCLES ~ 
2400 V 4169 V 4800 V 7200V 12,000 
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i 125 kva 144 kva 83.2 kva 62.4 kva 104 kya 
150 180 125 125 ! 
200 216 166 200 2 
250 250 250 250 2 
| 300 300 300 300 ti 
i 375 375 375 375 37 
500 500 500 500 5 
600 600 600 600 60 
750 750 750 750 7 
13,800 V 23,000 V 34,500 V 46,000 V__ 69,000 V 
* 120 200 200 200 2 
179 250 250 250 25 
239 300 300 300 3 
300 375 375 375 375 
rote 500 500 500 500 
600 600 600 600 600 
750 750 750 750 75 
TYPE IRS, SINGLE-PHASE, 60 CYCLES | TYPE ML-4, SINGLE-PHASE, 60 Cycits 
2400 V 4800 V 6900 V|_—s- 2400 V 4800 V 6900 V 
12 12 17.3 12 12 
24 24 34.5 24 24 ; 
6 %6 69 48 45 
48 48 51.8 
60 60 
72 72 
96 96 
120 120 
? TYPE AIRS, SINGLE-PHASE, 60 CYCLES 
' Automatic Hand operated Motor operated 
oe re m 
— . 120 V 240V 4850 V 600 V 120 240 V 120 240\ 
STEP REGULATOR (MLT-32) —For urban and rural circuits, 69.000 v and - a ae ne : 
below. Ideal for the higher-voltage and larger-kva circuits, where 3-phase 1.2 V2 Ae ed ! . ‘ 
regulation is satisfactory. Provides 10% regulation, raise and lower, in 2.4 2.4 2.4 5 2.4 24 
thirty-two 5<% steps. 3.6 3.6 4.8 6 4.2 4.2 
6 6 7.2 9 6 6 
9 9 9.6 12 12 
12 2 2. 
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INDUCTION REGULATOR ‘IRS)—ideal for severe BRANCH STEP REGULATOR ‘ML-4) — For auto- AIR-COOLED REGULATORS (AIRS)—For sec 
















operating conditions, such as 2400- and 4800- matic regulation on branch and rural circuits ondary distribution circuits, such as factory or 
v city feeders. Provides 10% regulation. raise where more expense is not justified. Provide affice-lighting circuits. A convenient source of 
and lower. Available with either oil or Pyrancil. 10% regulation, raise or lower. in four 2'4% variable voltage for testing or laboratory use. 
On sizes 12 and 24 kva, cross-arm mounting steps. The automatic regulator provides 10% regula- 
feature is optional. tion, raise and lower: the Sand-operated unit, 


100% raise and lower. 


General Electric Company, Sec. D404-34, 
Schenectady 5, N. Y. 


please send me detail information on the 
voltage regulators 


Type IRS. 36 kva 


@ These are the G-E voltage regulators that are keeping the : 

voltage up for war production, often taking the place of new l 

feeders. They are helping power companies make more effective | 

use of the equipment on their systems. They make additional [] Type MLT-32 GEA-1577) above (GEA-294 
capacity available for new loads with huge savings in time, | [10 Type IRS, 12 and 24kva = () Type MI-4 (GFA 
money, and critical material. Ask your G-E representative to | nn C) Type AIRS (GEA 
evaluate the benefits of G-E regulators on your system. | 
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Utility Industry Issues 
Near Final Disposition 


Congress moves close to final action on eight subjects of importance to 


5 electric utility industry — Two other issues, St. Lawrence and 


V 
CLES 
00V 
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Congress held the Washington spot- 
ar) light for the electric utiltiy industry 


this week as it moved close to final 
action on eight subjects, all of them 
important to the industry. 

The subjects ranged from War Time 

to the Supreme Court by way of bills 
authorizing the installation of thousands 
of kilowatts of capacity in nearly two- 
propesed federally owned and 
perated hydro stations. 
Two other issues, the St. Lawrence 
Power Development and the “States 
Rights” amendments to the Federal 
Power Act, were before Congress but 
were not expected to go anywhere at 
Jeast until fall. 

A conference committee was wrestling 
with the Independent Offices Appropri- 
ation Bill, fighting principally over the 
controversial McKellar amendments 
hich would junk the Tennessee Valley 
Authority’s revolving fund and make 
he agency dependent solely on yearly 
appropriations and which would also 
require senatorial confirmation of all 
federal employees earning in excess of 
$1.500 yearly. The House was expected 
'y many to reject absolutely the Mc- 

ellar amendments, but no agreement 
iad been reached éarly this week. 

Another conference committee had 
the bill to straighten out Agricultural 


























score 





amendments to Federal Power Act slated for fall calendar 


Department authorizations, including a 
proposal to ease rural electrification 
loan interest rates and extend maturity 
dates by ten years as well as to con- 
tinue indefinitely the life of REA which 
the original act limited to June 30, 1946. 
The Senate did not amend the House 
version of the REA authorization, so 
there was not expected to be any chance 
that these proposals would fail. 

The Agriculture and Interior appro- 
priation bills had passed the House but 
were marking time in the Senate, where 
weightier matters crowded them off the 
calendar. Both should pass some time 
before the close of the 1944 fiscal year 
June 30. 

The repeal of War Time was still in 
dispute before a subcommittee of the 
House Interstate and Foreign Commerce 
Committee. 

The Senate Judiciary Committee voted 
Monday to report favorably a_ bill 
already approved by the House which 
would constitute a specified circuit 
court of appeals panel to decide finally 
any cases pending before the Supreme 
Court for which no quorum can be 
mustered. The bill would constitute 
the three senior judges of the circuit 
in which the as the final 
court on such cases. 

The Senate committee amended the 


case arose 
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act to make the District of Columbia a 
judicial circuit and to limit application 
of the law to the two cases now pending 
before the high court for which no 
quorum is obtainable, the Aluminum 
Co. of America Anti-Trust Suit and 
the North American Co.’s appeal from 
the death sentence passed under the 
Holding Company Act. 


Ickes Vast Hydro Plan 


Two bills which carry considerable 
amounts of new federal hydro capacity 
were before the Senate Commerce Com- 
mittee for hearings after having been 
passed by the House. They were the 
Flood Control Bill and the Rivers and 
Harbors Bill, the latter containing the 
controversial Ickes Amendment, (ELEc- 
TRICAL Wortp, April 29, 1944, page 
64). President Roosevelt came to Ickes’ 
aid on this matter with a letter to the 
committee asking that the amendment 
be included in all hydroelectric projects 
before the committee. He said the bill 
does not contain “the policies for the 
sale of electricity that Congress has 
established and adhered to in legislation 
for similar projects and which have 
proved to be sound.” Ickes, meanwhile, 
asked the committee to reject the Rivers 
and Harbors Bill unless it contained 
safeguards for the disposition of power 
and for irrigation on the upper Missouri 
River. and prevents land speculation 
and monopoly there. He submitted a 
vast plan calling for $1,275,645,700 
worth of development in that river basin, 
including 17 hydro plants capable of 
producing 4,000,000,000-kw.-hr. annu- 
ally. This plan was in opposition to the 
Army’s “Pick Plan,” favored by navi- 
gationist members of Congress but op- 
posed by Ickes and other irrigationists. 

The Flood Control Bill also passed 


the House and went to the Commerce 
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Committee for hearings, after the 
House twice refused amendments to a 
provision which gives the Army Engi- 
neers authority to prescribe regulations 
for the use of dam storage capacity 
available for flood control or navigation 
at all reservoirs completely or partially 
financed by the federal government. 
Opponents of this grant of authority 
contended that it would hamper the 
operation of TVA’s vast power system, 
but flood control committee Chairman 
Will Whittington, Mississippi Demo- 
crat. insisted it would not. 


Eases Restrictions | 
Imposed by U-1-C 


The Office of War Utilities has 
amended Order U-1-C to allow the con- 
struction of rural extensions which com- 
ply with the provisions of U-1-C as they 
existed before the April 6 amendment 
(ELectricaL Wortp, April 8, 1944, 
page 3) provided: 

1. The request for certification of 
such extension by the county Agricul- 
tural Conservation Committee was filed 
with such committee before April 20, 
and 

2. A certification of the form re- 
quired before the April 6 amendment 
to U-1-C, is issued by such county com- 
mittee on or before June 1. 

The amendment will allow the con- 
struction only of those lines which had 
been approved or stood to be approved 
but on which no construction more 
advanced than the clearing of rights: 
of-way had been undertaken before the 
shut-off of rural line construction under 
the April 6 amendment. 

OWLU had received considerable com- 
plaint, both from farmers and from con- 
gressmen who were deluged with pro- 
tests, against the radical cut-off. The 
present amendment is expected to clean 
up those lines and to restrict new rural 
line construction to the rigorous April 
6 standards. No change has been made 
in U-1-D, F and H. 

OWU emphasized that the change of 
U-1-C does not indicate an easing in the 
shortage of smal] transformers which 
caused the April 6 curtailments. 


Short Service Break 


Minneapolis was without power for 
nearly an hour early Monday morning, 
May 15, when a main cable at the 
Northern States Power Co. distributing 
station failed and the company was un- 
able to switch over to auxiliary cable 
because the latter was being repaired. 
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THIS WEEK’S NEWS BRIEFS 





IN A MUNICIPAL ELECTION in Arcadia, 
Calif., John J. Maxwell, candidate for 
city councilman, who ran on a platform 
of municipal ownership of the city’s 
electrical facilities, received the smallest 
number of votes cast for the office. 


Wisconsin Micuican Power Co. has 
started work on moving four and a half 
miles of 33,000-volt transmission line 
from the Clintonville ( Wis.) municipal 
airport. The project will cost about 
$18,000. This removes the last flying 
hazard from the field. 


ToLtepo Epison Co. received the 
highest award of the National Victory 
Garden Institute of New York City for 
its 1943 garden program. The award 
was unanimous on the part of the 
judges. A metal plaque was sent to 
Carroll L. Proctor, president of the util- 
ity, for this achievement. 


Two INGENIOUS victory farmers who 
needed a pressure cooker to process and 
can the assorted produce of their vic- 
tory garden decided to make one from 





odds and ends at their disposal. The 
finished product shown above was made 
from an old discarded G.E. transformer 
case. The practical “farmers” are em- 
ployees of the Toledo Edison Co. 


IN RECOGNITION of the 25th anniver- 
sary of the establishment of the Taunton 
(Mass.) municipal lighting _ plant, 
Chairman W. K. Hodgman. Jr., an- 
nounced at a commemorative dinner 
that residential users would be allowed 
a 25 percent discount on their May 
bills, and that the plant has set aside 
a $25,000 fund to encourage commercial 
and industrial development in Taunton 


in the post-war period. Central statig, 
service began in Taunton in 1g) 
Since 1918 the cost of the plait ha 
risen from $710,342 to $4,499,125: oper. 
ating revenues and the number of ¢. 
tomers have more than quadrupled, anj 
electrical output has grown over seyep. 
fold. Chester F. Buckley is manager, 


WITHIN THE LAST seven months 
182,000 copies of General Electric: (pp. 
sumers Institute booklet on frozen food; 
have been requested by consumers, edy. 
cational institutions, civic organizations. 
utilities and business firms, Genera] 
Electric Co. appliance and merchandis 
department has announced. 


AN InpusTRIAL RESEARCH CENTER jp 
the field of high-frequency electrica| 
heating has been established at Colum. 
bia University, Prof. Arthur W. Hixson, 
head of the department of chemical ep. 
gineering, has announced. In a new 
laboratory specially equipped with high. 
frequency heating apparatus, science 
and industry will cooperate for the im 
provement of home and factory in the 
post-war world. The laboratory will le 
operated by Columbia chemical engi. 
neers and by scientists and technical 
experts from the Induction Heating 
Corp. of New York. 


THE NARRAGANSETT, R. I., town coun. 
cil will be asked to appropriate addi- 
tional funds for street lighting as the 
result of a local chamber of commerce: 
recommendation, on the ground that 
year-round highway illumination wil 
send visitors home as “boosters” and 
not “knockers.” 


THE FAMOUS ApDRESS before the En- 
gineering Institute of Canada in 194 
by William E. Wickenden, president of 
Case School of Applied Science, “The 
Second Mile’, has been re-issued by the 
Engineers’ Council for Professional De 
velopment under the title, “The Second 
Mile—A Re-survey, 1944.” ECPD edi 
tions of the original address were dis 
tributed to the extent of approximatelr 
21,000 copies. So popular was the 
address that ECPD persuaded President 
Wickenden to revise it somewhat with 
the particular object of presenting ti 
engineering profession to the young ¢ 
gineer. Copies of the new edition ma! 
be obtained from the office of the cour 
cil at 29 West 39th Street, New York 1é 
N. Y. The price is $3 per hundred; 
cents a copy in small lots; and 10 cent: 
for single copies. 
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System Operation Group 
Studies Loads, Trends 


Pennsylvania Electric Association committee on system operation 
hears reports on loads and capacities — Slight rises in peaks 
expected this fall but kw-hr. figures lower 


Systems in the Pennsylvania Electric 
sociation together with their inter- 
onnected neighbors are still meeting 
il load requirements placed upon 
hem. Slight rise in peaks is antici- 


®.ted for this fall. The curve is ex- 


ected to level off and maintain approxi- 
ately the same values through 1945. 

Reserves are still low. In several 
stances indications were given which 
sowed the effects of over-worked 
uipment. As large blocks of load 
ave been lost recently, it has been 
ecessary to take out approximately 
he same figure in- equipment. One 
stem lost 70,000 kva. aluminum load 
ecently and the very next day lost the 
quivalent in boiler capacities. One re- 
yt was heard that gave the present 
ystem peak at three percent below that 


@f last year. 


Labor Costs a Factor 


Mechanization of industry and ab- 
ormally high labor costs are expected 
» bring about an upward swing in in- 
ustrial power usage immediately fol- 
ywing the war. 


Coneern over the “ 


state of the coal 


pile” still exists. Not one company re- 
ported more fuel in storage. The maxi- 
mum supply in the pile was given as 
90 days and the minimum 40 days. 
W. C. Bryson said the portable sub- 
station has, on the Duquesne Light 
System, improved customer relations, 
assisted in system repairs and allowed 
the reduction of transformer stocks. 
The 3,000-kva. unit of Duquesne was 
described and compared with those pre- 
ferred by other utilities. That 18-ton 
Duquesne unit is the largest in size and 
weight that can be moved around the 
system without special permits. 


Telemetering 


An evaluation of the usefulness of a 
remote metering system was given by 
F. Oppenheimer of Pennsylvania Water 
& Power Co. He stated it is the con- 
tinuous availability of information to 
the load dispatcher and system operator 
which give telemetering its value. 

The following points were stressed: 
1. Allows load dispatcher to supervise 
and check the economical distribution 
of load on stations; 2. Spare capacity 
at all stations can be continuously ob- 


served and totaled for the system; 3. 
Tie lines may be continuously checked 
and regulated; 4. Remote indications 
of forebay elevations; 5. An application 
of remote metering on the Pennsylvania 
Railroad tie through the 60-25 cycle 
converter; 6. System has maximum re- 
mote metering distances of over 200 
miles which includes loop; various 
metering channels involve retransmit- 
ters and totalizers. There are about 
1,300 route miles of telemetering, it was 
stated. After ten years use it has come 
to be rather completely relied upon. 


Power Pools Cited 


Chester A. Braidwood of the Braid- 
wood Stamp Co. demonstrated the new 
development in cold-front switchboard 
lighting. By the use of Glow Pegs it 
is possible to obtain multicolor light 
indications at the panel front by means 
of only one lamp. 

S. B. Morehouse of Leeds & Northrup 
Co. presented an illustrated lecture on 
“Frequency-Load-Bias-Control.” Two 
good examples of coordinated free en- 
terprise of several systems were detailed, 
Southwest Power Pool and Northwest 
Power Pool. Morehouse commended 
the two articles about the latter in 
EvectricAL Woritp (March 4, 1944, 
page 59) and Evectricat West (March 
1944, page 51). 

According to him the trend is to favor 
frequency-load-bias control over straight 
frequency regulation. This assists in re- 
lieving large tie-line power swings and 
thereby increasing the effectiveness of 
the tie. Some of these swings might be 
prevented by improved governor opera- 
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LIGHTING DEVELOPERS—Two hundred members and guests of the Lighting Engineers Club of New England heard Edwin Ven- 
nard, vice-president, Middle West Service Co., Chicago, give a stimulating talk at Boston May 9 on lighting as a post-war economic 
life preserver for electric utilities. Mr. Vennard analyzed the expanding effect of lighting business upon net revenue; cited the 
favorable results of campaigns to fill empty sockets, sell spare bulbs, distribute larger sized lamps and promote better living by 
electrical aids. He stressed the importance of insisting upon a minimum power-factor of 90 percent in lighting loads, and urged the 
establishment of a national association to coordinate utility and manufacturing objectives. L. to r.: F. S. Mason, Brockton Edi- 
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son, vice-chairman; F. H. Jones, Lowell Electric Light, secretary-treasurer: Robert Hudson, Central Maine Power; Mr. Vennard; 
W. G, Keay, New England Gas & Electric Service, Cambridge: Frank T. Hitchcock. Jr., Boston Edison, chairman: W. L. Kelley. 
Jr., Blackstone Valley Gas & Electric, Pawtucket, R. I. At righ!—Representative group at meeting 
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tion and he suggested studies along 
these lines. 

The committee is requesting the Com- 
munications Committee to study the 
availability and adaptability of a fre 
quency standard. 


Bill Provides River 
Basins Development 


Broad development of river basins 
in South Carolina for flood control, 
navigation and hydroelectric power, 
the latter to be marketed by Interior 
Secretary Harold L. Ickes, is author- 
ized by a bill introduced recently by 
Sen. Burnet R. Maybank, South Caro- 
lina Democrat. 

Under the bill, projects already 
recommended by the Corps of Engi- 
neers on the Yadkin-Pee Dee, Santee, 
Congaree, Broad and Edisto Rivers in 
South Carolina would be undertaken as 
soon as possible by the Engineers. with 
power projects operated by them as 
second in importance to navigation and 
flood control. 

Ickes would move his power holdings 
east of the Mississippi River under the 
bill, which provides that he shall market 
the surplus power so as to encourage 
widest possible use, selling first to the 
government, then to non-profit public 
bodies or co-operatives and thereafter to 
private sources at rates approved by 
the Federal Power Commission. He 
would have authority to build generat- 
ing stations. substations, transmission 
lines and other facilities he deemed 
necessary, to interconnect with regional 
utility systems and to acquire existing 
systems by condemnation where he con- 
sidered it necessary. 

Receipts would be turned into the 
Treasury except for a $500,000 revolv- 
ing fund for emergencies. 
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Urge Utilities to Secure 
Understanding Public 


Importance of sympathetic appreciation of industry's achievemen;, 
by public stressed at annual meeting of Southeastern Electric 
Exchange in Atlanta — R. Paul Smith elected president 


Electric utilities have been a rank 
failure in protecting the business 
against attacks, P. S. Arkwright, presi- 
dent of Georgia Power Co., told the 
Southeastern Electric Exchange annual 
meeting last week. 

“Give anybody thirty-two million 
customers,” Mr. Arkwright said, “and 
he could do almost anything in this 
country, yet we have neglected to get 
them to protect free enterprise. The 
business can’t be run on constitutional 
guarantees, only on sympathetic under- 
standing of the business by the public. 
If we were ever fit to be trusted with 
this business, it is our duty to keep 
somebody from taking it away from us. 
We have been too timid. We have a 
right to speak, and with the public 
behind us we will be listened to.” 

As part of the program to secure an 
understanding public, Mr. Arkwright 
also suggested that utilities deal with 
organized labor in order to secure the 
support of the entire labor movement. 
He also pointed out that if the indus- 
try is to be the sole custodian of service 
it must not deny service to anybody. 

Many of the same ideas were ex- 
pressed by several other speakers. 
Chairman W. R. McDonald of the 
Georgia Public Service Commission 
said that utilities should extend serv- 
ice in all areas which have been pre- 
empted “even though each line exten- 


SOUTHERNERS CONVENE—First vice-president-elect E. L. Godshalk (left), South Carolina Power: past-president C. C. Curtis. 
Savannah Electric & Power: president Rex I. Brown. Mississippi Power & Light: C. W. Mayott, OWU, and John Talley execu 
tive secretary Southeastern Electric Exchange. Seated are President Rex I. Brown (left) and president-elect R. Paul Smith. 
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sion is not a money maker.” Likewise 
S. B. Williams, editor of Evecrricy, 
Wor.p, pointed out that tomorroy’: 
yardstick in comparing communiti« 
will not be sales so much as the ¢. 
gree of service. 

In opening the meeting Presiden 
Rex I. Brown, after paying tribute t 
the industry for its splendid contri. 
tion to the war program, asked ths 
post-war plans be made realistically. 
He divided these into two parts—inter. 
nal operations and external influence: 
Problems in the latter group will de. 
pend for their solution, he said, upon 
the degree of public understanding. 

War manpower problems for the 
southeastern area were outlined by F 
A. Constangy, WMC deputy regional 
director. T. M. Forbes, regional WLB 
industry member, explained the pol). 
cies and practices of the Regional War 
Labor Board. 

Peace-time opportunities, Tom For. 
manager Westinghou-e central station 
department, said, will exceed those o! 
war time. In 1942 the potential resi- 
dential usage was 2,500 kw.-hr., but 
the post-war potential may be 10,0 
kw.-hr. New uses will enable industr 
to recover strictly war business in two 
to five years. 

Post-war planning, according t 
Chester H. Lang, General Electric 
vice-president, can be carried to ¢- 












ems. No amount of preparation, he 
aid. can make it possible to step 
moothly from war to peace. Post-war 
plan aing is needed largely in the realm 
C sf market attitudes rather than physical 
slant. The greatest civilian need to- 
tay, lie emphasized, is not post-war 
nts Janning but to win the war. 

A program for bringing industries 
» the South was presented by Thomas 
7 Martin, president of Alabama 
Dower Co., who urged electrical manu- 
acturers to set up plants in that area. 
Through technological research already 
nder way, Mr. Martin said, the South 
xpects to process its own raw mate- 
ials rather than ship them out in the 
aw state and buy them back in fin- 
shed form. 

Robert S. Henry, assistant to the 
»resident of Association of American 
Pailroads, told how the railroads have 
built up their public relations by tell- 
lh. g people what the roads have been 
joing and their problems. 

The last speaker was S. K. Colby, 
de Aluminum Co. vice-president, who 
ade a plea for recognition of the 
act that profit is the motive back of 
the enterprise. 

F R. Paul Smith, president, Potomac 
dison Company, moved up from first 
Lp gice-president to president, E. L. God- 
halk, South Carolina Power, to first 
V,, [ewice-president, and W. E. Wood, Vir- 
~ BBginia Public Service, to second vice- 
resident. McGregor Smith, pres‘dent 
an lorida Power & Light, was elected 
hird vice-president. 


ew Officers Named 
by Detroit Edison 
(See Front Cover) 


Detroit Edison directors this week 
ccepted with regret the resignation of 
lfred C. Marshall as president and 
lected Prentiss M. Brown a director 
nd chairman of the board and James 
). Parker as president of the company. 
t the company’s request, Mr. Marshall, 
ho has served for sometime beyond 
€ retirement age fixed by the com- 
any’s retirement plan, will continue 
s a director and as an active consult- 
t in the company’s affairs. 

Mr. Brown, the new board chairman 
s former head of the Office of Price 
dministration and former United 
tates Senator from Michigan. Mr. 
arker, newly elected president, has 
een with Detroit Edison since 1910. 
le is at present a director and general 
anager, positions he will continue to 
ll in addition to the presidency. 

Mr. Brown stated that he will take 
p his new duties immediately at De- 
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INSTALLS ELECTRONIC POWER SET—Sahara Coal Co. has installed an ignitron 
mercury-arc substation in its new modern slope mine near Harrisburg, Ill., one of 
the first of such installations in the Illinois coal fields. The accompanying illustration 
shows the 300-kw. General Electric mercury-arc rectifier for supplying 275 volts 
direct current for underground mine power requirements. Each of the three units is 
mounted on wheels for moving about the mine 





troit. “I am extremely happy,” he 
said, “to join with Mr. Parker in 
heading a company with the reputation 
and record for public service which 
Detroit Edison has. We see no reason 
for change in operating policy...” 


Carrier and Loading 
Are P.E.A. Topics 


Preliminary subcommittee moves to 
encourage the simplification of carrier 
toward lower cost terminals brought 
P.E.A. electrical equipment committee 
comment at its Lancaster meeting May 
11 and 12, 1944, that tubes supplied are 
often unsuitable in performance and un- 
suited in characteristics. Interchange- 
ability of components and elimination of 
superfluities are indicated. Tests sets 
available are inadequate, a rainbow dis- 
coloration being a more reliable eye- 
index of tube deterioration than most 
test equipment. 

Steel was reported as much more 
readily obtainable than wood and even 
aluminum is being planned for an im- 
mediate substation structure. Another 
company reported good wear and corro- 
sion experience after 15 years’ use of 
corrugated aluminum for a_ coal- 
conveyor enclosure. 

Amplification of W. C. Bowen’s highly 
commended report on equipment load- 
ing evoked comment that silver plating 
can be very effective in recovering rat- 
ings but can also be disappointing un- 
less breakers and switches that are in- 
frequently operated are checked at 
intervals. The S&C temperature de- 
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tector was accorded favorable comments 
for such service. 

Study of the limits of moisture which 
a transformer can have in it before 
failure is being carried on in one mem- 
ber company. This was proposed as a 
subject for next year’s program along 
with high frequency energy applications, 
control for capacitors and substations, 
load resumption, dry type transformers 
and electronic regulators. 

A demonstration by J. O. Leslie (di- 
rector of safety, Gilbert Associates, Inc.) 
of the use of scale models of substations 
in the analysis and prevention of ac- 
cidents closed the second afternoon 


session. 
«. 


O. L. Hooper Assigned New 
Duties With OWU 


O. L. Hooper, chief of the power 
allocation section of the Office of War 
Utilities’ Power Division, has been 
named assistant chief of the Fuel and 
Allocations Branch to replace Edwin 
Fleischmann who has relinquished his 
duties with OWU. 

Hooper, who will continue as chief of 
the power allocation section, was with 
the Federal Power Commission before 
joining OWU. 

Commander Maxwell I: Cole, form- 
erly representative at OWU of the 
Navy’s power section, has transferred to 
WPB’s General Industrial Equipment 
Division. Lt. Gray Marshall is now 
the Navy power section representative 
at OWU. Comdr. Cole was with the 
Philadelphia Electric Co. before re- 
turning to active duty. Lt. Marshall 
was with the Jersey Central Power & 
Light Co. 
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Congress Sifts Testimony 
on Repeal of Wartime 


OWU opposes measures for repeal—Falck testified Agency's whole 
war power program is predicated on wartime — Quotes utility 


officials on effects of repeal on their systems 


The continuation of War Time as a 
national policy was in danger this week 
as a House subcommittee pondered tes- 
timony both for and against the repeal 
of the act of Jan. 20, 1942, which makes 
War Time the law of the land. 

So great has been the deluge of pro- 
tests from farmers and from some city 
dwellers that a member of the subcom- 
mittee told ELectricaL Wortp that the 
subcommittee would recommend repeal 
of War Time “unless somebody changes 
our minds.” 

Taking the stand on the second day of 
the hearings, Director Edward Falck of 
the Office of War Utilities told the com- 
mittee that OWU’s whole war power 
program had been predicated on the 
availability of 1,500,000 kw. of capacity 
which would not be available if War 
Time were repealed. He conceded that 
there probably is no single region of 
the United States which could not get 
along without War Time, but warned 
that its repeal would impair reserves 
hazardously. He reaffirmed a letter 
from WPB Chairman Donald M. Nelson 
who wrote the committee that 1.500.000 
kw. of additional capacity and an addi- 
tional 1.000.000 tons of coal would be 
required if War Time were repealed. 
The figures had been challenged by 
Rep. Joseph P. O'Hara. Minnesota Re- 
publican. who was the most belligerent 
of the subcommittee members in oppos- 
ing War Time. 

Falck read the subcommittee tele- 
grams from engineering officials of sev- 
eral electric systems who pointed out 
effects on their systems of repeal of 
War Time. Commonwealth Edison 
warned of an increase of 80.000 to 100.- 
000 kw. in its peak without War Time. 
Philadelphia Electric Co. saw its peak 
increased by 100,000 kw. upon repeal, 
and a dire need for system reinforce- 
ment. New Jersey’s Public Service Elec- 
tric & Gas System warned of “appre- 
ciable” added load on capacity, a need 
for more fuel and a tremendous burden 
upon its distribution system. Wisconsin 
Electric Power Co. predicted a 25,000- 
kw. boost in its peak and warned that 
its presently inadequate reserves, now 
committed to other companies, wouid 
he reduced to a point where it would 
be doubtful that its lead could be car- 
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ried. Pacific Gas & Electric foresaw an 
increase of 110,000 kw. in its winter 
peak; requirment of an additional 90.- 
000,000 kwh., and, during the remainder 
of 1944, the need for 60.000 extra bar- 
rels of oil and 570,000,000 additional 
cu. ft. of gas, with greater fuel require- 
ments for 1945. Southern California 
Edison predicted that its winter peak 
would rise by 80,000 kw. and that it 
would need additional transformer ca- 
pacity. President C. W. Kellogg of the 
Edison Electric Institute warned against 
repeal and confirmed the need for 1,500,- 
000 kw. of added capacity if War Time 
dies. 

_ Subcommittee members attempted to 
develop that the national law could 
safely be repealed and the matter left 
to the states, but Falck warned that the 
national act was OWU’s main prop in 
arguing against state return to stand- 
ard time. He suggested further that it 
would be impossible without the na- 
tional act to sell War Time in winter to 
states or cities. He warned also that the 
small systems in the midwest stood to be 
hit harder by repeal than did the major 
systems, most of which are intercon- 
nected. It would be harder to get the 
small turbines which would be needed 
for these systems than to get some of the 
larger turbines, he added. 

Pointing out that transformers are 
already so tight as to have forced a 
drastic curtailment in rural line con- 
struction, Falck warned that the rural 
line program might have to be closed 
down entirely if demands for trans- 
formers and conductor for the reinforce- 
ment of distribution systems are spurred 
by repeal. 

Final hearings were to be held this 
week. 


Missouri Utilities Lose 
Sho-Me Co-op. Decision 


Circuit Judge Frank Hollingsworth at 
Jefferson City, Mo., recently affirmed an 
order of the Missouri Public Service 
Commission which last October author- 
ized the Sho-Me Power Co-operative of 
Columbia, Mo., to purchase the Mis- 
souri Electric Power Co.. serving 51 


communities in ten central anc spy) 
Missouri counties. 

Fourteen utility companies, wh ch Op. 
posed the sale, charged it was part of , 
“scheme to socialize the electric in dusty, 
of Missouri.” The sale was finan ed }y 
a $2,504.000 loan from the Rura! Ele. 
trification Administration. 

The private utility firms appe led ,, 
the Cole County Circuit Court, w) ich ¢, 
May 13 ruled against them. 

Another suit, attempting to oust th 
Sho-Me company from doing biisines: 
is pending in the Missouri Siprem, 
Court. It was filed by M. J. Huffmay, 
prosecuting attorney of Wright Coun 


Service Change-Over 
Planned in Boise 


Boise Gas Light & Coke Co.. sery. 
ing 1.700 customers in the city 4) 
Boise, Idaho, filed application recent) 
with the state Public Utilities Commi:. 
sion for discontinuance and abandon. 
ment of its service. 

The application was accompanied } 
a plan agreed upon by officers of th 
gas company and of Idaho Power Co 
under which present gas users car 
convert to electric service without cost 
The commission has set public hearing 
on the application for May 25. 

C. J. Strike. president of Idab 
Power Co., said the pian is a co-oper:. 
tive program, approached jointly | 
the two companies, which will operat- 
to the benefit of all parties concerned 
“The plan advanced,” said Mr. Strike 
“enables a_ satisfactory settlement 1 
bondholders, provides for the conver 
sion of gas users to electric servic 
without cost. and is a sound transactior 
from the standpoint of Idaho Powe 
Co.” He stated the time required { 
the change-over to electric serv 
would depend on the securing of prior 
ities for materials, equipment and 4)- 
pliances. 


California Edison Puts 
Substation in Service 


A new Southern California Edisor 
Co. distribution substation to mak 
more power available for increased ag 
cultural load in the Delano district © 
the San Joaquin Valley was complete: 
the forepart of May. 

The new station is tapped off the com 
pany’s Vestal-Delano 66-kv. line by é 
new line about six-and-a-half miles long 
It has three 2,000-kva. transformers a0 
three 11-kv. circuits. It is of wood por 
and crossarm type of construction ' 
save critical materials. 
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ar Business Reports 
Procedure Prescribed 


Contracts Price Adjusiment Board instructs electric utilities on 


practices for filing mandatory financial statement on war 


business — Army designated as reviewing agency 


\ .implified procedure for filing the 
mandatory financial statement of war 
ysiness done was prescribed for elec- 
tric utilities last week by the War 
‘ontracts Price Adjustment Board, 
hich at the same time directed that 
a]1 electric service contracts with 
hatever procurement agency be as- 
sjcned the Army for review and possi- 
le renegotiation. 

Returns must be filed by utilities 
which did more than $500,000 worth 
of war contract business during a fiscal 
year ended between last June 30 and 
Jast March 1 or who did $100,000 worth 
of war contract business during a fiscal 
ear ended before last June 30 (ELEc- 
TRICAL Wortp, May 13, 1944, p. 104). 

In addition, the Price Adjustment 
Board prescribed a series of exemptions 
based on the 1.000-kw. bottom limit 
prescribed by the Federal Power Com- 
mission for applicability of the Presi- 
dent's “cheapest power” directive of 
Oct. 22. 1942. 

WCPAB ruled that if all a utility’s 
contracts are for a demand of less than 
1,000-kw., they will not be subject to 
renegotiation regardless of whether 
total revenues thereunder are in excess 
of $500,000 yearly. If a contract has 
a demand of 1,000-kw. or more at any 
time during a fiscal year. however. it 
will be subject to renegotiation pro- 
ided the total war business of that 
tility was in excess of $500,000. 

Likewise. WCPAB ruled that utilities 
hich have war contracts, some of 
hich call for a demand in excess of 
000-kw. and some less than 1,000-kw.. 
all must be reported if their total 
revenues exceed $500,000, but only 
hose contracts whose demands are in 
xcess of 1,000-kw. will be subject to 
renegotiation after filing. Once _ re- 
ported, all contracts whose demands 
are in excess of 1,000-kw. will be 
eviewed for possible renegotiation re- 
pardless of whether their total revenues 


amount to $500,000. 


\lso exempted from renegotiation 
ere subcontracts for electric service. 
ithout regard to the contractual or 
bctual demand, except that if such con- 
‘act is with a prime contractor who 
‘other contract with the procure- 
igency which stipulates that the 





agency will reimburse the prime con- 
tractor for energy costs under the sub- 
contract, or if the agency has con- 
tracted to pay or guarantee payment 
of costs incurred under such subcon- 
tract for electric service, such subcon- 
tract shall not be exempt. 

Money received from any electric 
service contract or subcontract for con- 
struction or installation of facilities 
shall not be exempt, even though the 
contract which provides for the facili- 
ties also calls for delivery of energy. 

Data required of utilities in their 
renegotiation reports was held to a 
minimum in the new special form pre- 
scribed for electric utilities by WCPAB. 
Utilities must file: 

Name and address of contractor; 
names of companies, if any, under the 
control of, or controlling, or under 
common control with the contractor: 
nature of principal business; date of 
expiration of fiscal year; balance sheet. 
profit and loss statement and surplus 


statement of the contractor for the lat- 
est completed fiscal year; and a declara- 
tion by the contractor that it will fur- 
nish such further and additional in- 
formation as may be required by or on 
behalf of the War Contracts Price Ad- 
justment Board. 

This statement must be executed on 
behalf of the contractor by his duly 
authorized representative and shall con- 
tain a certificate that the representa- 
tions thereby submitted are true and 
correct to the best of his knowledge 
and belief. The report must be filed 
in duplicate. 


Another PUD Drops Action 
in Puget Sound Case 


Another public utility district has 
withdrawn previously commenced con- 
demnation proceedings to acquire part 
of the Puget Sound Power & Light Co.’s 
electrical system. 

Kitsap County PUD has obtained an 
order from Federal Judge John C. 
Bowen, dismissing condemnation action 
launched in the superior court of Kitsap 
County and later transferred to federal 
court. 

Previously the Lewis County, Cowlitz 
County and Thurston County PUDs 
abandoned similar action and subse- 
quently the Whatcom County PUD an- 
nounced it was withdrawing its move to 
condemn the Puget Power properties in 
its district. 








ADDRESS SALES CONFERENCE—Among speakers at the recent Missouri Valley 
Electric Association Sales Conference, held at the Continental Hotel, Kansas City 
were, |. to r., A. H. Jaeger, Edison General Electric Appliance Co.; D. C. Slipher. 
Continental Homes, Inc.: A. S. Goldman, associate editor The Architectural Forum 
and H. H. Kuhn, Kansas City Power & Light Co., and president of the Association. 
Mr. Slipher warned that prefabricated homes would not command nearly as large 
a share of the market in the early post-war years as the public had been lead to 
believe. Mr. Jaeger presented data confirming opportunities for inclusion of appli- 
ances in the packaged home of tomorrow. Editor Goldman's story “Selling the 
Second Half-Million’ appears currently in Architectural Forum 
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Utility Coal Stocks 
Rise 10 Percent 


Bituminous coal stocks hit their low- 
est level since the start of the war on 
April 1, Solid Fuels Administrator 
Harold L. Ickes announced recently. 

On hand as of that date were 51,838,- 
000 tons, a decline of 25,454,000 tons 
from the total of the corresponding 
date of 1943, and 39,000,000 tons be- 
low the all-time high of Dec. 1, 1942. 

In contrast, stocks held by electric 
utilities on April 1 were 10 percent 
above those they held March 1. The 
industry had 13,996,000 tons on April 
1, and March consumption was down 
2.3 percent from February consump- 
tion, standing for March at 6,537,000 
tons. Average daily consumption for 
electric energy during March was 210,- 
871 tons, an 8.6 percent decrease from 
February’s daily average use. 

Average number of days’ supply on 
hand April 1 for electric energy gen- 
eration were as follows: 

New England, 69 days, up one day; 
Middle Atlantic, 59 days, up 7; Ohio, 
54 days, up 3; Michigan, 73 days, down 
9; Illinois-Indiana, 61 days, up 2; 
Lower Missouri Valley, 67 days, up 5; 
Lake Docks Territory, 86 days, down 
5; Southeast, 95 days, up 30; South- 
west, Mountain and Pacific, 89 days, up 
18, and total, all regions, 66 days, up 6. 


Canada Lifts Curb 
on Range Output 


Authority has been given for the 
manufacture of about 13,000 electric 
ranges in Canada in the next 12 
months. 

The Wartime Prices and Trade 
Board administrator of electric ap- 
paratus, equipment and supplies, M. C. 
Lowe, of Montreal, also has given au- 
thority for the production of 9,000 
electric rangettes and 50,000 electric 
cooking plates. 

Production quotas are based on 1940 
output and the rate of release to the 
trade will be authorized by the admin- 
istrator. Sales to the public no longer 
will require essentiality certificates. 

Manufacture of electric ranges was 
prohibited in August, 1942, to con- 
serve metals and other materials re- 
quired for war. Inventories now are 
almost exhausted. 

Production of other types of stoves 
has been “adequate,” but this has not 
met the needs of persons unable to 
use gas or other non-electric equip- 
ment. 

The new order permits 40 percent 
of 1940 production of electric ranges 


10 (1868) 


and applies only to ranges drawing 
more than 35 amp. Production of elec- 
tric rangettes and cooking plates or 
grills is fixed at 60 percent of 1940 
output. 

To insure output of the proper pro- 
portion of equipment in the lower 
price classes, manufacturers’ produc- 
tion schedules must be approved by the 
administrator. 


Argentina Seizes Another 
U. S.-Owned Utility 


The federal commissioner for the 
Argentine Province of Entre Rios has 
expropriated the Compania de Elec- 
tricidad del Este Argentino (East Ar- 
gentine Electricity Co.), a subsidiary 
of the American & Foreign Power Co. 
The expropriation decree has not yet 
been published and it is not known 
how much the company had been 
offered in payment for its properties. 
On April 25 the Compania Hydroelec- 
trica de Tucuman, another subsidiary 
of American & Foreign Power Co., was 
expropriated by the federal commis- 
sioner for Tucuman Province (Etectrt- 
caAL Worip. May 6, page 8). 





MEETINGS 


Previously Listed 


Edison Electric Institute—Annua! meeting, Wal- 
dorf-Astoria Hotel, New York, N. Y., June 6-7. 
Col. H. S. Bennion, managing director, 420 
Lexington Ave., New York 17, N. as 


Public Utilities Advertising Association — Annual 

meeting, Palmer House, Chicago, Ill., June 
6-8. Waldo M. Wright, secretary, Amarillo 
Gas Co., Amarillo, Texas. 


National District Heating Association — Annual 
meeting, William Penn Hotel, Pittsburgh, Pa., 
June 14-15. John F. Collins, Jr., secretary- 
treasurer, 827 N. Euclid” Ave., Pittsburgh, Pa. 


lowa Utilities Association—Post-war planning con- 

ference, Des Moines, lowa, June 19-20. Wm 
R. Blake, secretary-manager, 606 Fleming Bidg., 
Des Moines, lowa. 


American Society of Agricultural Engineers—An- 
nual meeting, Schroeder Hotel, Milwaukee, Wis., 
June 19-21. Raymond Olney, secretary, St. 
Joseph, Mich. 


American Society of Mechanical Engineers—Semi- 
annual meeting, William Penn Hotel, Pittsburgh, 
Pa., June 19-22. Ernest Hartford, executive as- 
sistant secretary, 29 W. 39th St., New York 1[8, 

ts * 


Canadian Electrical Association—Annua!l meeting 
Murray Bay, Que., Canada, June 22- 6. C. 
Fairchild, managing director, 804 Tramways 
Bidg., Montreal, Que. 


Society for Promotion of Engineering Education— 
Annual meeting, University of Cincinnati, Cin- 
cinnati, Ohio, June 22-25. F. L. Bishop, secre- 
tary, University of Pittsburgh, Pittsburgh, Pa. 


American Society for Testing Materials—Annual 
meeting, Waldorf-Astoria Hotel, New York, 
N. Y., June 26-30. Robert J. Painter, assistant 
secretary, 260 S. Broad St., Philadelphia 2, Pa. 


American Institute of Electrical Engineers—No- 
tional technical meeting, Jefferson Hotel, St 
Louis, Mo., June 26-30. H. H. Henline, national 
secretary, 33 W. 39th St., New York 18 N. Y 
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Draws Up Five-Yeor 
Rural Progran 


A five-year electrification progray 
can be carried out in Arkansas thay 
will make electric service avail: )Je 
60,000 additional rural customers, th 
Rural Development Committee state 
in a report filed with the Arkang, 
Economic Council. The committee, 
which T. J. Robertson, Jonesboro, ; 
chairman, made an extensive survey , 
post-war possibilities in the rural de 
velopment field and found that 629 
miles of new rural lines cotld be byj 
during the period from 1944 throug 
1948. 

This would mean the expenditure 9 
approximately $10,500,000 for cop 
struction of the lines and purchase anj 
installation of appliances, the con 
mittee stated. Approximately 17 p 
cent of the farms in Arkansas we 
electrified at the beginning of 194 
the committee found. The number , 
rural customers—both farm and non 
farm—could be increased from 85,70 
at present to 146,000 at the end of 194 
it reported. 

“The problem of materials is an im 
portant one,” the committee reported 
“It is not expected that very muc 
material for new construction, nor fo 
very many appliances, will be availab 
in 1944. It is expected, however, th 
materials will begin to be availabl 
sometime in the early summer of 19% 

Coordination of all interested group 
is essential to achieve the maximum 0 
jectives of the program, the committe 
pointed out. “The plan should be tha 
the efforts of electric co-operative 
power companies, the Extension Ser 
ice, farm organizations, appliance de 
ers, vocational agricultural instructor 
and other groups shall be coordinate 
and utilized so that the broad progr 
can be more quickly and more effed 
tively accomplished,” the report stated 

A comprehensive educational pr 
gram, starting in the home and in th 
school, was advocated by the commi 
tee. “The economic importance of eleq 
tricity and its contributions to rur 
life” should be stressed, the commi 
tee recommended. 


Consolidated Assigns New 
Duties to H. R. Seariz 


Hudson R. Searing was elected exe 
utive vice-president of Consolidate 
Edison Co. of New York, Inc., this wed 
at the organization meeting of t 
company’s board of trustees. 

Mr. Searing has been vice-preside 
in charge of the electric and gas P 
duction and operation department ¢ 
the company since December, 1940. 
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PIT NO. 5 DEDICATED—Pacific Gas & Electric Co.’s new $25,000,000 Pit No. 5 hydroelectric plant in northern California was 
| formally dedicated on April 29. Located on the Big Bend of the Pit River, 57 mi. from Redding, this new development is 
the fifth of eight power installations projected for Pit River and its tributaries. Its additional energy brings to 2,825,155 hp. 
the electric energy, including purchased power, available to supply the company’s more than 1,000,000 customers. A diver- 
sion dam directs a maximum of 3,300 sec. ft. of water into a tunnel system 5.33 mi. long. In the powerhouse are four 40,000-kva. 
generators. This is a view of the back of the new powerhouse, showing the seven transformers of 27,000 kva. capacity each, 
with the bus structure above them. At the left the four penstocks are shown 


CHINESE RESOURCEFULNESS— 
Rising to the occasion, these Chin- 
ese engineers apply themselves 
diligently to duplicating the 
American-made Onan generator 
for use with army or transmit- 
ting stations. This work is being 
done at the plant of the Central 
Electric Works near Kweilin 
<—— 


DISCUSS POST-WAR HOMES 

Seventy-four leading home build- 
ers and mortgage bankers of the 
greater Kansas City area at- 
tended a recent luncheon meeting 
given by Kansas City Power & 
Light Co. at which A. S. Gold- 
man, associate editor of Archi- 
tectural Forum spoke on “Selling 
the Second Half Million.” Mr. 
Goldman urged that builders in- 
clude ail or as much of the elec- 
trical equipment that  F.H.A. 
woulc approve in their post-war 
homes. This is the first of a 
series of meetings that Kansas 
City Power & Light Co. expecis 
to hold with builders and bank- 
ers. Vice-president J. F. Porter 


— > 





was meeting chairman 
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EN MED BOMBS—Pescara Dam of the Central Italian district's hydroelectric 
m wabombed and broken on May 5 by Allied planes which cracked the 
Gong a wall of water sweeping towards the Adriatic port of Pescara. 
dam of the largest built under Benito Mussolini's plan to make Italy 
endl! by use of hydroelectric power 


BNDUSTRY 


PICTURES 


a 


m the view of the man in the street, this 
to check insulator condition on a 68-kv. 
t Light & Power system helps to maintain 
and related communities, ‘constituting an 


binst preventable breakdowns 
_—> 


POWER FOR REMOTE PLACES — Occasions arise when 
shipyard workmen need power quickly for lights and electric 
hand tools. Portably mounted, dry-type transformers are 
now used extensively in several Pacific Coast Yards to fill 
this need. Illustrated here is one of several kva. G. E. units 


in the four Kaiser shipyards in Richmond, Calif., to supply 
110-volt power in out-of-the-way places on shipways, hulls, 


os 


outfitting docks and other points around the yard 


























UNNECESS 
OUTAGES 


on rural lines with the new Westinghouse 
AR-1 AUTOMATIC CIRCUIT RECLOSER 


Here’s a double-barrelled answer to unnecessary out- 
ages on rural lines—the new Westinghouse AR-1 
AUTOMATIC CIRCUIT RECLOSER. 


1. On temporary faults, the recloser restores service 
after opening and clearing the fault. This eliminates 
over 80% of unnecessary outages and service trips. 


2. On permanent faults, the recloser locks out after 
attempting to restore service three times. 

Due to time-lag tripping, only the recloser nearest the 
fault opens even once. Accurate co-ordination with 
other reclosers and standard fuses is possible only with 
time-lag tripping. Length of line out of service is re- 
duced to an absolute minimum. 


The recloser gives ideal protection to important loads, 
avoids revenue loss on dead lines and builds customer 
good will through better service. 

Complete tables and charts on how to co-ordinate the 
recloser with other circuit protection are yours for the 
asking. Write today for booklet B-3329. Westinghouse 
Electric & Mfg. Co., East Pittsburgh, Pa., Dept. 7-N. 

J-60549 

—TIME-LAG TRIPPING ————_— 
| PERMITS | 
Co-ordinating reclosers with each other and with fuses 
Burning faults clear and restoring service 
Energizing line after lock-out without by-pass switch 


| PREVENTS 

Simultaneous tripping of reclosers 
Unnecessary tripping on momentary overloads 
Chattering 


Tripping of immediate and preceding reclosers when re- 
energizing line 


Westi ghouse é 





PLANTS IN 25 CITIES... 





OFFICES EVERYWHERE — 


BAR-1 


RECLOSERS 
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yutput Curve 
Turns Upward 


The output curve moved slightly up- 
ard during the week ended May 13, 
b44. according to figures released by 
1. [vison Electric Institute. The 
oun! of electrical energy distributed 
the light and power industry during 
he week came to a total of 4,238,375,- 
n) kw.hr., as compared to the figure of 
933,756,000 kw.-hr. for the week pre- 
fous, which ended on May 6. Figures 
or the week represented an increase 
{ 6.8 percent over the 3,969,161,000 
w.-hr. distributed during the corre- 
ponding week a year ago. The output 
op the similar week two years ago 
vas lower, the total being 3,356,921,000 
w.-hr. 

Six of the seven major geographic 
gions of the country reported increases 
* the week over the corresponding 
eek last year, the Rocky Mountain 
tates again being the exception, re- 
porting a decrease of 9.4 percent. The 
Pacific Coast region continued to lead 
e field with an individual gain of 19.8 
nercent. Southern States group re- 
ained second place with an increase of 
4 percent and Central Industrial ran 
hird with an increase of 5.5 percent. 
‘est Central group showed an increase 
{4.4 percent; Mid-Atlantic 4.0 percent 
land New England 0.7 percent. 



















Weekly Output Millions Kw.-Hr. 
1944 1943 1942 


May 13 4,238 May |5 3,969 May 16 3,357 
May 6 4,234 May 8 3,904 May 9 3,365 
Apr. 29 4,336 May |! 3,867 May 2 3,305 
Apr. 22 4,344 Apr. 24 3,925 Apr. 25 3,273 
Apr. 15 4,307 Apr. 17 3,917 Apr. 18 3,308 
Apr. 8 4,361 Apr. 10 3,882 Apr. II 3,321 
Apr. | 4,409 Apr. 3 3,890 Apr. 4 3,349 
Mar. 25 4,409 Mar. 27 © 3,928 Mar. 28 3,346 
Mar. 18 4,400 Mar. 20 3,947 Mar. 2! 3,357 
Mar. |! 4,426 Mar. 13 3,945 Mar. 14 3,357 
Mar. 4 4,465 Mar. 6 3,947 Mar. 7 3,392 

Feb. 27 3,392 Feb. 28 3,409 


Feb. 26 4,444 


Percent Change from Previous Year 
Week Ending 





May 13 May 6 Apr. 29 


New England .......... + 0.7 + 18 + 43 
Mid-Atlantic .......... + 4.0 +60 ++12.9 
Central Industrial ..... + 5.5 + 6.1 + 95 
West Central .......... + 4.4 + 6.1 + 6.1 
ESouthern States ....... +74 +10.4 +11.7 
Rocky Mountain — 9.4 — 5.0 + 2.2 
Pacific Coast +19.8 +20.9 +25.3 





Total United States + 68 + 85 +12.1 
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‘Battle Looms on Power 
Control in Montreal 


| A battle between the city of Montreal 
|on the one hand, and the Province of 
: Quebec on the other, for control of the 
F Properties formerly belonging to the 
| Montreal Light, Heat & Power Con- 
4 solidated, and now forming Hydro Que- 
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bec, will be launched at the next 
meeting of Montreal’s City Council, 
scheduled for June 1, a resolution filed 
at City Hall indicates. 

The resolution, sponsored by City 
Councillor Victor Levesque, with the 
support of a number of his colleagues, 
urges that control of the utility and its 
revenues “rightfully belongs to the mu- 
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nicipal corporation and not to the 
province.” 

Councillor Levesque notes that, under 
the revised statutes of the province, 
chapter 23, every city or town in Que- 
bec is authorized to municipalize the 
electricity services and he urges that 


Montreal take appropriate steps to that 
end. 
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G. S. Eveleth Elected 
I.G.E. Vice-President 


George S. Eveleth, assistant to the 
president of the International General 
Electric Co., has been elected a vice- 
president of the company. A native of 
Little Falls, N. Y., Mr. Eveleth was 


graduated from Tufts College after 





serving as a second lieutenant in the 
Air Service in France during the last 
war. He joined International General 
Electric in 1920. 

In the succeeding years he was as- 
sistant chief accountant of the China 
General Edison Co., of Shanghai, an 
I.G.E. affiliate; on special assignment 
for I1.G.E. in Italy and Belgium, and 
chief European auditor for the com- 
pany, with headquarters in Paris. He 
returned to the United States upon the 
outbreak of World War II as assistant 
to Clark H. Minor, I.G.E. president. 

Mr. Eveleth is also vice-president and 
director of Anderson Meyer & Co., 
I.G.E.’s representative in China, and 
director of several other foreign affili- 
ates of International. 


* 
P Cor. Cartes H. Davis, veteran 
safety superintendent for Common- 


wealth Edison Co., recently retired from 
active He started his utility 
areer 36 vears ago as a lineman and 


service. 
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has headed the company’s accident and 
fire prevention activities since 1919. 


New Officers Elected 
by Weston Electrical 


Edward F. Weston, formerly presi- 
dent of the Weston Electrical Instru- 
ment Corp., Newark, N. J., was elected 
this week to the newly created position 
of chairman of the board, and Caxton 
Brown, formerly executive vice-presi- 
dent and secretary, was elevated to the 
presidency. 

E. R. Mellen, formerly vice-president 
and treasurer, was made executive vice- 
president and treasurer, and 
Nichols was appointed secretary of the 
company. H. L. Gerstenberger. sales 
manager, was promoted to vice-president 
in charge of sales. 


Ross 


PC. UO. BUNNELL, formerly rural serv- 
ice supervisor of the Pacific Power & 
Light Co., is now manager of the Hood 
River-Klickitat district. As rural serv- 
ice supervisor of the company for the 
past several] years, Mr. Bunnell made 
his home in Yakima. Among other po- 
sitions he has held with the company, 
Mr. Bunnell served as local manager 
at White Bluffs. He has been with the 
Pacific Power organization continuously 
for the past 28 years. 


> Merte Rarney, statistician of the 
Edison Electric Institute, and its pre- 
decessor, the National Electric Light 
Association, for the past 17 years, re- 
signed recently to return to the man- 
agement of his farm properties in Ne- 
braska. A graduate of the University 
of Nebraska, and trained in the statis- 
tical department of Commonwealth 
Edison Co., Chicago, Mr. Rainey 
joined the staff of N.E.L.A. in 1927, 
and organized a systematic collection 
of statistics of the electric light 
and power industry. These statistics. 
published weekly, monthly and an- 
nually ever since, have been widely 
recognized and used as authoritative 
data on the electric industry. Mr. 
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Rainey also served during the past {,, 
years as secretary of the E.f]. » 
counting executive committee ind wa 
active as a member of the public util 
ities subcommittee of the adviso. y cop, 
mittee on government questionn tires, 

























PF. R. McMeekin, formerly tray 
mission engineer for the South (arolip, 
Electric & Gas Co., has been appoint 
electrical engineer of that utility, |), 
assistant will be E. PARKER Miip 
who has been serving in the capaciy {imma 
of relay engineer. 

av 


_ “() 


Appleton Electric Names c 
Hawks Eastern Manage fiir 


Julian Hawks, for the past two year; 
chief, electrical section, wholesale 
retail trade division of the War Pp. 
duction Board, will join the staff of thy 
Appleton Electric Co., Chicago, |] 
in the capacity of eastern manager. \; 
Hawks will have charge of all compan 
business in the company’s eastern di: 
trict, which comprises all the Ney 
England states, New York, New Jersey. 
eastern Pennsylvania, District of (,. 
lumbia and Virginia. Prior to his a. 
sociation with WPB in 1942, Mr. Hawk: 
served for six years as vice-president ¢ 
the Triangle Conduit & Cable Co. Kk 
previously had spent several years it 
the manufacturers’ agency field and o;. HRs 
ganized the Eastern Electrical Whol: 
salers Association, serving as managin; 
director from 1930 to 1933. As east 
ern manager of Appleton Electric, Mr 
Hawks will maintain headquarters in 


New York. 


A-C Names Rettaliata 
Gas Turbine Manage: 


Dr. J. T. Rettaliata has been a 
pointed manager of a new Allis-Cha 
mers research and gas turbine develop 
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division, according to R. C. Allen, 


janazer of the company’s steam tur- 
ana2 


ine department. 

\ steam turbine design and en- 
Jinecring research activities will be con- 
lucie. by the new division, its part in 
jevelopment of the much-talked-about 
vas turbine is perhaps most significant. 


As chief engineer in gas turbine de- 
lopment, J. L. Ray will assist Dr. 
Rettauata. 

Dr. Rettaliata’s work, which has been 
jargely in the development of the gas 
turbine, has earned for him annual 
awards from engineering and scientific 
ocieties for the past three years. He 
received his degree of doctor of en- 
gineering at Johns Hopkins University 
in 1936. 


> Koy B. Tupin, secretary and auditor 
of the Central Illinois Public Service 
Co., Springfield, Tll., has been elected a 
vice-president of the company. Mr. 
Tulpin will continue to perform his 
duties as secretary and auditor. 


>RusseLL E. Epersore has been ap- 
pointed lamp sales manager of the 
Westinghouse Lamp Division. In his 
new position, Mr. Ebersole will have 
charge of all district sales activities of 
the lamp division and will make his 
headquarters at the Bloomfield plant. 
Joining Westinghouse in 1922 as a lamp 
salesman in the New York district, Mr. 
Ebersole has occupied the positions of 
manager of metropolitan New York 
sales, assistant manager of the north- 
eastern district and manager of the 
Middle Western district with headquar- 
ters in Chicago. ~ 


>James H. Hartow has been ap- 
pointed assistant. mechanical engineer, 
mechanical engineering division, Phil- 
adelphia Electric Co., succeeding the 
late John Dallas. Mr. Harlow was 
graduated from the University of 
Maryland as an electrical engineer in 
1923 and immediately following gradu- 
ation was employed by the Philadel- 
phia Electric Co..as a junior engineer. 
He subsequently was made assistant 
test engineer at Chester station, and 
later named test engineer at Rich- 
mond Station. He was transferred to 
the station economy division in 1928 as 
technical assistant, and in 1936 made 
assistant superintendent, the position 
he held at the time of his recent ap- 
pointment. 


>C. P. MonacHan has been named 
manager of the news and sales training 
section of Edison General Electric Ap- 
pliance Co., Ine., Chicago. Mr. Mona- 
ghan has been in the advertising and 
sales department of Public Service Co. 
Northern Illinois since 1933. Previous 
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to that connection he was engaged in 
industrial publicity and advertising. 


OBITUARY 
Harry W. Hough 


Harry W. Hough, vice-president of 
the Cleveland Electric Illuminating Co. 
in charge of operations, whose death 
was announced in ELectricaL Wortp, 
May 13, page 104, was born in Balti- 
more, Md., on Jan. 20, 1885. He ob- 


tained an electrical operating job with 
the Cleveland Electric Mluminating Co. 
in 1910 and within four years he was 
made assistant to the chief electrical 
He held this position until 


engineer. 





he went into military service in World 
War I. 

As Captain in the Engineers Corps. 
he was assigned to important duties in 
Washington, which involved procure- 
ment of electrical equipment and sup- 
plies to rehabilitate electric systems in 
France damaged by enemy action and 
to expand such facilities to meet re- 
quirements of the American Expedi- 
tionary Force. 

When Mr. Hough returned to the II- 
luminating Co. in 1919, he was ap- 
pointed research engineer, and was as- 
signed to special studies by the presi- 
dent of the company. During this per- 
iod, he participated in the early devel- 
opment of wired radio, which today has 
many applications in the fields of com- 
munications and entertainment. In 1923 
he was made assistant to the president. 
and in 1934 became vice-president in 
charge of operations. Lae 


E. D. Dickinson 


E. D. Dickinson, who at the time of 
his retirement last May was designing 
engineer of the turbine engineering di- 
vision of General Electric Co.’s Lynn 
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River Works, died on April 28 at the 
age of 66. He was in the company’s 
employ for 43 years. At the time of his 
retirement, Mr. Dickinson was the old- 
est turbine engineer in the General 
Electric Co., both in age and service. 

First employed by General Electric 
in 1900, Mr. Dickinson was assigned to 
the turbine engineering department in 
1907. He was instrumental in the 
formation for G. E. of the turbine con- 
struction department, now the service 
engineering division. In 1908, Mr. Dick- 
inson went to Paris in the interest of 
the Compagnie Francaise Thomson- 
Houston. He returned to Schenectady 
in 1912 and served in the central sta- 
tion engineering department and ma- 
rine engineering department. During 
the first World War, he was in charge 
of the ship propulsion division of the 
turbine department in Schenectady and 
in 1922 he was transferred to Lynn as 
designing engineer of the turbine en- 
gineering division there. During the 
present war. and prior to his retirement. 
Mr. Dickinson had directed the design 
of turbines for propelling many types of 
ships for the Maritime Commission 
and the U. S. Navy. 


Luke C. Bradley 


Luke C. Bradley, vice-president of 
the Stone & Webster Service Corp., 
New York, died at his home in Lafay- 
ette, Ind., on May 12 of heart disease. 
He was 69 years of age. Mr. Bradley 
had relinquished active duties in 1940 
because of ill health. 

Mr. Bradley had varied experience 
as directing head of utility companies 
in different parts of the country. His 
association with Stone & Webster began 
in 1901 in connection with the opera- 
tion of utilities in Seattle and Tacoma. 
Wash. Three years later he became 
identified with J. G. White & Co. to 
manage its Pottsville (Pa.) utility 
properties. Returning to Stone and 
Webster seven years later, he assumed 
charge of numerous public utilities in 
that system in the South and West. In 
1925 he was made president of the 
Virginia Electric & Power Co. in Rich- 
mond, remaining in that capacity for 
two years, when he resigned to become 
president of the Rhode Island Public 
Service Co. at Providence. In 1928 Mr. 
Bradley assumed an executive position 
with the Electric Bond & Share Co., 
New York. Three years later he went 
to Chicago to become president of the 
Consolidated Electric & Gas Co. and 
remained in that position until a few 
years ago when he returned to New 
York and again joined Stone & Web- 
ster. 
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Decreased Post-War 
Sales Predicted 


Westinghouse Electric & Manufac- 
turing Co. expects a sharp drop in 
business from war-time levels although 
it anticipates a rate of sales 75 per- 
cent above those in pre-war years, This 
forecast was made by Frank D. New- 
bury, vice-president in charge of emer- 
gency products, at a forum of machine 
tool makers in Pittsburgh recently. 

Mr. Newbury estimated Westing- 
house post-war sales would be around 
60 percent of 1944 peak war billings 
and stated: “This may appear low, but 
it is also 175 percent of the maximum 
pre-war production and billings the 
company has ever experienced.” 

Discussing post-war prices, Mr. New- 
bury said current higher wage scales 
probably will remain in effect, leading 
to more expensive products unless unit 
costs can be reduced “through more re- 
sourceful management and more effi- 
cient work.” 

Mr. Newbury said it was unlikely 
that government would operate many 
of the plants constructed for war, con- 
tending only 12 percent of such fac- 
tories could be used for general manu- 
facturing. 


Prepares Post-War 
Plans, Says Brown 


Johns-Manville Corp. is engaged in a 
broad program of future planning and 
development for the post-war period, 
Lewis H. Brown, president, told stock- 
holders at a meeting in the Hotel 
Roosevelt, New York, recently. He 
said that it couldn’t be expected, how- 
ever to “pull a lot of rabbits out of 
the hat immediately after the war is 
over.” 

War time restrictions on equipment 
purchases and manpower shortages, he 
warned, “make it impossible for us to 
go much beyond the blueprint stage 
with some of the projects.” Obviously, 
he said, with most of its manpower 
and equipment devoted to war pro- 
duction, American industry is not going 
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to be ready immediately after the war 
is over “with a lot of miracles.” 

Mr. Brown said that it is in the real 
post-war period, which he defined as 
some time after 1948, the “parade of 
new products and improved products 
will pass the reviewing stand.” 


Bristol Co. Opens Two 
New Branch Offices 


The Bristol Co., Waterbury, Conn., 
has announced the opening of a new 
Cleveland branch office in the Engi- 
neers Building, Cleveland 14, Ohio, 
which will serve the states of Kentucky 
and Ohio with the exception of the 
Toledo area. G. H. Gaites has been 
appointed regional sales supervisor of 
the Cleveland and Pittsburgh terri- 
tories, with headquarters in the Cleve- 
land office. C. H. Clarke has been 




























named district manager of the Pip, 
burgh branch office. He was former) 
with the company in Buffalo. 

A new branch office was also « pene; 
recently by the company in Houston, 
Tex. This new office is located ‘n th, 
Citizens State Bank Building an} yjj 
serve the states of Louisiana and [ex,, 
with the exception of the Pan) ind). 
section. D. D. Ault, who has been reg). 
dent sales engineer in Houston {or th. 
company for a number of years, wil] }. 
in charge of the new office. 


Manufacturers Make 
Sales Assignments 


Electrical manufacturing companies 
have recently announced the following 
appointments to their staffs: 


Victor Insulators, Inc., Victor, N. Y., has 
appointed the Robert H. Anthony Co, of 
Boston as sales representatives for all the 
New England states. George’ E. Tarbox, 
Denver, Colo., has been made sales repre. 
sentative for the states of Colorado, Ney 
Mexico, Utah, Wyoming and Montana. 


Chrysler Corp., has appointed Cliff §. 
White district representative for Airtemp 
Division. Following preliminary training in 
Dayton, Mr. White will take up an assign. 
ment in the Cincinnati territory. 


Schweitzer & Conrad, Inc., Chicago, has 
appointed Paul Hogan, Jr., of New Orleans, 
field engineer in Louisiana and Mississippi 
The appointment is in line with the com. 
pany’s expanding activities in extending its 
high voltage switching and protective equip- 





SERVING WAR EFFORT—Electric motors made to power washing machines in 
peacetime are now used at the Sandusky, Ohio, plant of the Apex Electrical Manu- 
facturing Co., to operate equipment for testing supercharging pumps for Uncle 
Sam’s aircraft. The pumps, used with Pratt & Whitney 18-cylinder radial aircraft 
engines, are designed especially for high altitude flying. Powered by %-hp. Apex 
washing machine motors, they rotate on a vertical shaft at 1.200 rpm. Rigid pres 
sure and temperature restrictions are maintained for the eight-hour test run 
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rent to industrial circuits of 2.3 kv. and 
hovr. Mr. Hogan’s New Orleans head- 
rs will be at 823 Perdido St. 
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enerator Orders 
Advance in March 


Reversing the downward trend of the 
past few months, the index of new 
orders for motors and generators, com- 
piled by the National Electrical Manu- 


NEMA INDEX, value of orders received 


facturers Association, advanced sharply 
in March—to 395 from 269 in Febru- 
ary. an inerease of 47 percent. This 
compares with 589° for March. 1943. 
representing a decrease df 33 percent. 

Adjustment for cancellations reported 
up to Dec. 31, 1943, is included in the 
1943 indexes. No adjustment has been 
made for renegotiation of contracts, the 
announcement states. 

Single-phase, integral hp. motors 
have been added to the series beginning 
with the month of January. 1944. 


Modifies Order Banning 
Standard Equipment Tests 


WPB has modified its order banning 
tests of standard equipment to allow 
limited tests of high-voltage insulators 
at the request of the purchasers. The 
action, taken in an amendment to Sched- 
ule V of Order L-154, permits tests which 
conform closely to standards established 
by the National Electrical Manufac- 
turers Association. Number of insula- 
tors which may be tested to destruction 
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Field Reports on Business 


Orders for electrical equipment for military purposes are in good volume. Small 
motors, switch and control apparatus dominate the domestic electrical market, 
with Naval requirements the outstanding factor. Private construction continues 
on a large scale. Reflecting heavy buying for Mother's Day, retail sales were 


brisk last week. 


NEW ENGLAND 


Small motors, switch and control appar- 
atus and communication supplies are sell- 
ing well in a fairly active market dominated 
largely by naval requirements for outfitting 
vessels being built in New England ship- 
yards. Much encouragement prevails here 
for steady sales in certain ship lines during 
the coming season as a result of including 
more mechanical and electrical equipment 
in non-combat type vessels than was origin- 
ally planned. More gun mounts requiring 
communication supplies, larger radio and 
signalling systems have been approved, and 
more replacement and repair accessories 
will be carried. Considerably more elec- 
trically operated gear on such ships is an- 
ticipated. 

Leaders among the electrical supplies 
scheduled for bids for naval installations 
are large numbers of capacitors and re- 
sistors in which Massachusetts houses were 
interested, one lot of the former numbering 
over 10,000 being noted. Welding rod is 
in great demand; small electric portable 
bench tools are wanted for supply ships; 
one lot of seventy-five 110-volt electric 
shears, and a list of 0.5-hp. bench grinders 
were quoted by Connecticut factories, and 
phenolic sheets, small switches, metallic 
flexlay cable, and panel boxes attracted 
bids. A Massachusetts concern has ten- 
dered bids for furnishing accessories for a 
7,500-kva. turbo-generator, and radio sup- 
plies continue in urgent demand. 

Vulean Electric Co., Danvers, Mass., has 
received an order for 125 electric irons. 
Hope Webbing Co.. Pawtucket, R. L, has 
sold about $50,000 worth of friction tape 
for naval outfitting vessels. 


CHICAGO 


Orders for electrical equipment mainly 
for lend-lease and the military service are 
in good volume, with utility orders con- 
tinuing their gradual increase started early 
this year. Northern States Power Co., 
Eau Claire, Wis., is considering construc- 
tion of a new power substation on a local 
site. The project including extensions to 
transmission lines, transformer, switch- 
gear and other equipment will approach 
$300,000. Carroll Construction Co., Chi- 
cago, has received a contract from the 
Navy amounting to $178,367 for work inci- 
dental to the conversion of the Navy Pier 
from an aviation machinist mate school to 
ene for radio technicians. Considerable 
electrical work, including improvements 
to the ventilation system and expansion 
of the electrical system, is contemplated. 
Work will start in about a month. 

Plans of Fairbanks, Morse & Co., to enter 
the railroad locomotive field with a line of 
diesel-powered units built around a new 
opposed-piston diesel engine which has 
been in production for Navy submarines 
and surface craft at the F-M Beloit (Wis.) 
plant, were announced last week. 

Recent Navy orders received by Chicago 
electrical firms include: a contract for 
electrical fans awarded to Reynolds Elec- 
tric Co.: one for voltmeters to Simpson 
Electric Co., and an order for entrance 
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switches, unglazed porcelain cleats, snap 
switches and porcelain tubes by Standard 
Electric Manufacturing Co. 

Plans for immediate post-war public 
works are being brought to the blueprint- 
ing stage as rapidly as possible by Illinois 
municipalities, sanitary districts, schoo] dis- 
tricts and townships. Exclusive of Chicago, 
the programs now being studied call for 
expenditure of $169,031,301 of which 
$4,516,000 is for power generating plants 
and distribution, the Illinois Post-War Plan- 
ning Commission announced recently. 


PACIFIC COAST 


Orders include a $20,400 contract to 
General Electric from city of Los Angeles 
for annual supply of switch and transformer 
oil; 300,000 feet +s to 34” strand and 
corresponding pole line hardware for Ft. 
Peck project in Montana; aluminum 
cable for ampere area of Bonneville sys- 
tem; $35,000 of fractional horsepower mo- 
tors for a separator manufacturer; $40,000 
of 1\4- to 5-hp. motors for a pump manu- 
facturer; $20,000 of welding sets, and 
$200,000 of assorted circuit breakers for 
U. S. engineers. 

A low bid of $139,150 has been received 
for reconstruction of 88 miles of transmis- 
sion line near Monte Vista, Colo., plus 33 
miles of new three-phase line. The 8,500 
ft. plane runway for Consolidated Vultee 
Corp. at San Diego will be lighted for 
$70,800. 

Government construction includes army 
warehouses on a 1,000 acre channel site 
near Stockton; a $1,727,000 award for addi- 
tional Marine Corps facilities at Miramar, 
Calif.; about $5,000,000 for various 
expansions at Camp Parks and at Shoe- 
maker, in bay area for Navy receiving bar- 
racks and other buildings, a $2,502,880 
award for Marine Corps air station at El 
Toro, Calif., and $194,000 for a radio 
installation at Ft. Ward, Wash. 


NEW YORK 


Factory employment in New York State 
dropped two percent between March and 
April and payrolls decreased four percent, 
according to a statement released by the 
State Department of Labor. Curtailment in 
both employment and payrolls among war 
industries was sharper in April than in 
any of the preceding four months. 

Civil engineering construction volume in 
continental U. S. totaled $42,209,000 last 
week. This volume is one percent above 
the preceding week, and 18 percent higher 
than the average for 1944 to date, but 54 
percent lower than the volume reported to 
Engineering News-Record for the corre- 
sponding 1943 week. Private construction 
is two and 370 percent higher, respectively, 
than a week ago and a year ago. Public 
construction is up 0.2 percent compared 
with the preceding week, but is 68 percent 
lower than last year. The week’s con- 
struction brought 1944 volume to $679,227,- 
000 for the 19-week period, a decrease of 
51 percent from the $1,381,365,000 re- 
ported for the 1943 period. 


(2SGTF} AS 


























SEC DECISIONS—HEARINGS 





Tine Securities and Exchange Com- 
mission, in a series of orders issued re- 
cently affecting electric utility com- 
panies: 


APPROVED PLAN of Electric Power & 
Light Co. to acquire any or all of the 
65,167 shares of publicly held $6 first pre- 
ferred stock of the Mississippi Power & 
Light Co. The stock is to be acquired 
within the next four months through an 
invitation for tenders to be addressed to 
the preferred stockholders. The tender 
price is $100 a share, subject to adjust- 
ment for accrued dividends. The approval 
of the SEC was conditioned upon the con- 
version by Electric Power & Light of the 
preferred stock to be acquired into common 
stock of Mississippi Power & Light within 
four months. Electric Power & Light pre- 
viously had obtained permission to use 
the proceeds of the sale of Idaho Power 
Co. common stock to acquire for retirement 
its outstanding gold debentures, but under 
an amended plan approved this week, it 
may use a portion of such funds for the 
acquisition of the Mississippi first pre- 
ferred, 


APPROVED ISSUANCE by New Jersey Power 
& Light Co. of $9,000,000 of first mortgage 
bonds, due 1974, and $3,000,000 of $100 par 
cumulative preferred stock. Proceeds from 
sale of two issues, which will be sold to 
underwriters at competitive bidding, will 
be used to redeem $9,000,000 of outstand- 
ing 414 percent mortgage bonds at 105 
and $3,306,000 of 6 percent preferred stock 
at $110 a share. The commission reduced 
the usual ten-day period for inviting bids 
to six days at the company’s request. As 
a part of the transactions, New Jersey 
Power & Light, an indirect subsidiary of 
the Associated Gas & Electric Co., proposed 
to create a $1,650,000 reserve against possi- 
ble future write-off of excess carrying value 
over original cost of utility plant by a 
charge as earned surplus. The company 
also proposed to reduce the capital on out- 
standing no par common stock from $6,- 
535,000 to $4,000,000. All of the common 
is held by the company’s parent, NY PA NJ 
Utilities Co. 


APPROVED MERGER of the Indiana Hydro- 
Electric Co. into Northern Indiana Public 
Service Co., lessee of its properties. Two 
hydro electric generating stations on the 
Tippecanoe River near Monticello, Ind., 
and 84 miles of transmission lines compose 
the properties. Dissenting stockholders may 
apply to the Public Service Commission of 
Indiana within 60 days after the SEC’s 
approval of the plan to have the value 
of their stock assessed and determined. 


Autuorizep Buffalo, Niagara & Eastern 
Power Corp. to forgive $285,000 of open- 
account indebtedness owed to it by Lock- 
port & Newfane Power & Water Supply Co., 
a wholly owned subsidiary. 


APPROVED AMENDMENT to voluntary plan 
of liquidation of Great Lakes Utilities Co., 
providing for an extension of the maturity 
date of its first lien collateral trust gold 
bonds of May 1, 1944, to May 1, 1945. The 
Commission also approved the postpone- 
ment of the date of payment of interest on 
the bonds from May 1, 1944, to May 1, 
1945 and at the request of the company 
has applied to the U. S. District Conrt at 
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Philadelphia to enforce and carry out the 
terms of the amendments. 

Autuorizep Pecos Valiey Power & Light 
Co. to sell its assets and property to the 
West Texas Utilities Co., distribute pro- 
ceeds to its security holders and then liqui- 
date. Both companies are indirect subsidi- 
aries of the Middle West Corp. 


CONDITIONALLY APPROVED amended plan 
for merger of Virginia Public Service Co., a 
part of the General Gas & Electric Corp. 
system, into Virginia Electric & Power Co., 
a part of Engineers Public Service Co. sys- 
tem. The merger had previously been 
approved by the Virginia Corporation Com- 
mission and certain of the transactions by 
the Federal Power Commission. 


Hep Tuat if the Cities Service Co. “de- 
sires to retain its oil business it cannot 
remain in the utility business” and gave 
that holding company a choice of dispos- 
ing of either its utility interests or its “vast 
and complex” oil enterprises and other 
non-utility units. 


DENIED PETITION for a rehearing filed by 
Middle West Corp. and certain of its sub- 
sidiaries with respect to the order issued 
by the commission on Jan. 24, directing the 
top holding company and other holding 
companies in its system to divest them- 
selves of properties found to be unretain- 
able under the Holding Company Act. The 
commission announced that an opportunity 
will be afforded Middle West and certain 
of its subsidiaries to adduce additional 
evidence on the retainability of the gas, 
water and ice businesses of these companies, 
For this purpose the commission will hold 
a hearing on May 24. 


Applications Filed 


NORTHERN INDIANA Pustic Service has 
filed an amendment proposing to invite 
competitive bids on the sale of 220,078 
shares of 5 percent cumulative preferred 
stock. The commission recently denied a 
request for exemption from competitive 
bidding. 

Unitep Pusziic Utiities has filed a vol- 
untary plan under the Public Utility Hold- 
ing Company Act to simplify its capital 





UTILITY REPORTS 





Net Income 


1944 1943 
*American Water Works & 
Elec. and subs.......... $3,761,258 $3,823,885 
*Arkansas Power & Light... 1,182,859 1,173,903 
*Birmingham Electric ...... 1,240,577 1,375,381 


*California Elec. Power and 


subs. 
*Carolina Power & Light.... 2,511,829 2,371,463 
*Central Arizona Lt. & Pwr.. 893,665 858,231 


*Dallas Power & Light...... 1,556,856 1,490,510 
*Engineers Public Service 

i i s sanseveaadaige . 5,634,836 4,510,855 
*Indianapolis Power & Light 2,235,116 2,284,032 
*Kansas City Power & Light 3,019,468 2,923,017 
*Kansas Gas & Electric 1,408,880 1,459,683 
*Minnesota Power & Light.. 1,905,017 1,789,787 
*Montana Power and subs.. 4,286,557 3,413,581 
*Nebraska Power .......... 1,627,424 1,752, 
*Northwestern Electric ..... 650,006 691.2% 
*Pacific Power & Light...... 1,161,884 1,009,965 
*Pennsylvania Power & Light 5,755,725 5,684,018 


*Puget Sound Power & Light 
ME oo hn ch bashes 4,853,893 3,296,388 


*Twelve months ended March 31. 
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structure, provide an equitable distriby, 
tion of voting power, and facili:ate the 
integration of the system by paving the 
way for distribution of assets in kind ¢ 
the proceeds thereof as liquidating diy, 
dends, 


Hearings Scheduled 


May 24: On additional evidence 2s to the 
integration of certain electric propcrties of 
Middle West Corp. as well as the retain, 
ability by some of the subsidiaries of aqqj. 
tional businesses. 

June 1: On Georgia Power & Light Co’; 
plan of recapitalization. Genera] Gag 4 
Electric Corp. would donate all of Georgia 
Power & Light’s common stock to the Flor. 
ida Power Corp. under the plan. Florida 
Power would contribute $1,400,000 in cash, 
all of the preferred stock and 600 of the 
21,650 shares of no-par value common stock 
to Georgia Power & Light, which would 
reacquire 6,327 publicly held shares of jt; 
preferred stock at $150_a share. Florid, 
Power proposes to issue and sell at com. 
petitive bidding 40,000 shares of preferred 
stock to retire outstanding preferred stock: 
and finance its cash contribution to Georgia 
Power & Light. 

June 8: On Mississippi River Co.'s plan 
of simplification and also Mississippi's con. 
solidated application with those of Union 
Electric Co. of Missouri, Iowa Union Eler. 
tric Co. and Union Electric Co. of Illinois, 

June 15: To clarify issues and simplif; 
order of procedure incident to geographi. 
cal integration and corporate simplification 
proceedings against Columbia Gas & Flee. 
tric Corp. and its subsidiaries. 


Power District 
Employees Strike 


Nebraska public power districts ex. 
perienced a partial strike recently a: 
electrical workers, members of the In- 
ternational Brotherhood of Electrica! 
Workers, walked out in protest against 
what union officials termed “substand. 
ard wages.” 

Consumers public power district and 
three public power and irrigation dis. 
tricts, which together supply electricity 
to 76 of Nebraska’s 93 counties and to 
four ordnance plants, three prisoner-o!- 
war camps and eight air bases, were 
affected by the strike. 

Chairman C. W. Thams, of the joint 
strike committee of the IBEW, said that 
in accordance with the strike call issued 
on May 3, only about half of the union 
members quit work the first day, but 
that if the management did not offer 
fair contract all would be called out. 

Thams said the strike was called be- 
cause the districts “are joining hand: 
to break the unions and are paying 
substandard wages.” 

Consumers Director Charles B. Frick 
said it was impossible to determine 
what proportion of the districts’ 340 
electrical workers are union members 
because no election has been held. 
Chairman George E. Johnson of the 






ree pulic power districts said about 
if of the districts’ 250 electrical 
brkers are union members. 


istriby. 
te the 
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ind orf poth Joanson and Fricks said a re- 
E divi. nt Nebraska Supreme Court ruling 
st the districts are government sub- 
jsions prevented them from granting 
to thefgme concessions sought by the union, 














ties offmmong them that the districts appoint 
retain e member of an arbiters’ board. 
addj. 


Johnson said the board of managers 
4 met with union officials at which 


; Co's. the union demanded the dis- 
Yond, ‘cal of all non-union employees 
> Florin a flat $56 raise for every employee, 


sardless of classification. He said the 
pions were told such a salary increase 
5 impossible. 
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of its 
‘lorid “4: 
on ealers Facilitate 
ferre ° 
stock Surplus Disposal 
eorgia 

Representatives of electrical equip- 
s planfmment dealers told WPB recently that 
$ con- [Jers represent a normal trade chan- 
1 | which can be used to advantage 
linois Mp disposing government surplus elec- 
nplsfy ical equipment. : ? . ie 
raphi. qq Members of the Electrical. Equip- 
cation Ment Dealers Industry Advisory Com- 


Elec MB ittee suggested that dealers have stor- 
ve facilities and the ability to re- 
ndition equipment, both of which 
ould aid any government disposal 
rogram. They would be able to guar- 
itee performance of reconditioned 
juipment which the government, with- 
yt reconditioning facilities, would be 


ike 


®X Banable to do, committee members 

Y @ aided. They asked that WPB make 

e In e committee’s position clear to the 

rica! MB.rolus War Property Administration. 

ans! Hl Also sought was the aid of the Office 

tand: HM Price Administration in connection 
ith price boosts aimed at facilitating 

400 Berations of equipment dealers and 

dis. he aid of War Manpower Commission 

city M continuing the present status of 

id ‘MMectric motor repairmen as essential. 

Pr-O! 

were . 

join @riginal Cost Hearing 

that Postponed Indefinitely 

sued 

nion Ma Arkansas Utilities Commission has 


but qggee® notified that the oft-postponed Fed- 
ter a ae?! Power Commission hearing on orig- 
t hal cost of the Arkansas Power & Light 


1 be 


0. has now been postponed indefinitely. 
and: (ce Arkansas commission has just com- 
ving @pcted hearings in its investigations of 
i¢ Arkansas Power & Light Co.'s rates 
ick: (24 probably will issue an order within 
mine Mee Next six weeks. The study to de- 


340 HeTMine original cost of Arkansas Power 
Light properties, basis for the pro- 
osed FPC proceedings, was first or- 
ered by the federal agency in 1937. 
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Sales Opportunities 


Ittinois—Commonwealth Edison Co., 
Chicago, has taken out permits for altera- 
tions and improvements in Fisk Street gen- 
erating station, to cost about $57,000, ex- 
clusive of equipment. Work will be carried 
out at once. Sargent & Lundy, 140 North 
Dearborn St., are consulting engineers. 
Company also will build one-story rear 
addition to another building for storage 
service for electrical equipment. Plans 
have been filed and work is being started. 


CaLirorniA—Matson Navigation Co., 215 
Market St., San Francisco, has plans 
for new naval aircraft repair and mainten- 
ance plant to be used as'a main base for 
proposed post-war trans-Pacific airline to be 
operated by company. It will comprise 
hangars, shops and other structures, with 
mechanical and electrical equipment, esti- 
mated to cost about $1,500,000. Applica- 
tion made to Navy Department, Washington, 
D. C., for permission to proceed. 


Vircinta—Bureau of Yards and Docks, 
Navy Department, Washington, D. C., has 
authorized expansion in power facilities at 
navy yard, including extensions in power 
substations, transmission and distributing 
lines, service connections, etc., estimated to 
cost about $700,000. Of this amount, about 
$300,000 will be used for line construction, 
including system extensions in outside 
areas. Public Works Officer at navy yard 
will be in charge. 


Wisconsin—Nash-Kelvinator Corp., Ken- 
osha, will carry out expansion in local auto- 
mobile works, now in production for gov- 
ernment, comprising several additional 
buildings, with machinery and electrical 
equipment. Cost estimated about $9,500,- 
000, with financing by Defense Plant Corp. 
Work is scheduled to begin soon. 


Micuican—City Commission, Bay City, 
is considering expansion and improvements 
in municipal distribution system as a post- 
war project, including construction of three 
new power substations, one to replace an 
existing station at rear of city hall; in- 
stallation of additional equipment and 
other work to reduce line loss at present 
substation on South Henry Street; and ex- 
tensions and changes in primary distribu- 
tion circuits, with installation of a four- 
wire system to replace present three-wire 
circuits. Estimates of cost will be made 
soon. Plans are maturing for installa- 
tion of automatic controls for street-light- 
ing system, replacing present manual con- 
trols, work to be done at early date. 


Itt1nois—Illinois Northern Utilities Co., 
Dixon, will begin superstructure soon for 
proposed addition to local steam-electric 
generating station, requiring about 1,100 
tons of structural steel, for which award 
recently was made to Mississippi Valley 
Structural Steel Co., Decatur, Ill. Installa- 
tion will include a 50,000-kw. turbine-gen- 
erator, with high-pressure boilers and 
auxiliary equipment. Cost over $6,000,- 
000, including extensions in transmission 
lines. Sargent & Lundy, 140 South Dearborn 
Street, Chicago, are consulting engineers. 


Vircinta—Bureau of Yards and Docks, 
Navy Department, Washington, D. C., will 
make extensions and improvements in elec- 
trical equipment and facilities at naval 
ammunition depot, to cost about $85,000. 
Also will carry out similar work at boiler 
plant with installation of additional equip- 
ment, estimated to cost $50,000. Appro- 
priations have been authorized. 
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CaLirorniA—Board of Public Works, 
Los Angeles, has approved program for a 
municipal sewage treatment plant as a 
post-war project, estimated to cost about 
$21,000,000, according to a survey and 
report made by Metcalf & Eddy, Statler 
Bldg., Boston, Mass., consulting engineers. 
Plans include a central power plant, with 
gas engine-driven electric generators, blow- 
ers and other equipment; also large 
pumping station, sludge dewatering and 
mechanical drying equipment and other 
electrical and mechanical units. Lloyd 
Aldrich is city engineer. 


Itt1nois—-Bureau of Yards and Docks, 
Navy Department, Washington, D. C., plans 
expansion and improvements in power sup- 
ply and operating facilities at naval train- 
ing station, including substation equipment, 
distribution lines, service connections and 
other work. Appropriation of $350,000 has 
been authorized for program, which will 
be carried out soon. Public Works Officer 
at station will be in charge. 


lowa—Rath Packing Co., Waterloo, meat 
packer, has plans under way for addition 
to power plant. No estimate of cost an- 
nounced. It is understood that a priority 
rating is being secured. Henschien, Everds 
& Crombie, 59 East Van Buren Street, 
Chicago, Ill., are consulting engineers. 


Texas—City Council, Austin, is consid- 
ering plans for a post-war expansion pro- 
gram for municipal electrical facilities, to 
include improvements in power plant and 
installation of equipment for replacements, 
estimated to cost about $75,000; extensions 
in distribution system in outlying districts, 
with enlargement of certain present sub- 
stations and several new substations, to 
cost approximately $250,000; and exten- 
sions and improvements in transmission 
and distributing lines in main city area. 
estimated to cost about $100,000. Addi- 
tional motor-driven pumping machinery and 
auxiliary equipment will be installed in 
connection with proposed extensions in 
municipal filtration plant and sewage treat- 
ment works, respectively, to cost about 
$400,000 and $300,000, in order noted. 
Walter E. Seaholm is acting city manager. 


NeprRASKA—War Department, Washing- 
ton, D. C., has authorized expansion in 
army airfield, including new hangar, shops, 
warehouses and other buildings, with me- 
chanical and electrical equipment. Also 
extensions in electrical distribution lines, 
power substations, service connections and 
other electrical facilities. Entire project 
will cost about $600,000, and will be super- 
vised by U. S. District Engineer Office. 
Omaha. Work to begin soon. 


CauirorniA—Board of Directors, Im- 
perial Irrigation District, El] Centro, will 
begin work soon on new 80,000-volt, wood 
pole, transmission line, about 24 miles. 
using 250-mcm copper conductor. Project 
has a priority rating. G. Dermody is 
secretary. 


InpIANA—War Department, Washington, 
D. C., has plans for conversion of Vigo 
ordnance plant, for other character of war 
production, including changes and modifi- 
cations in buildings, additional structures. 
extensions in power substations, distribu- 
tion lines, service connections and other 
electrical facilities. Appropriation of $5.- 
382,000 has been authorized for project. 
to be carried out under direction of U. S. 
District Engineer Office. Lontsvilley Ky. 
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Ballast 


To fit the contours of wartime lightweight 
flourescent fixtures, new ballast for low 
ambient temperatures is arranged for ex- 





Tulamp"' 40-watt ballast: 


dark-grey finish. 
General Electric Co., Schenectady, N. Y. 


ternal mounting atop the fixture. Leads are 
brought out the bottom of the ballast case. 
This makes possible the installation of bal- 
last atop a very narrow and shallow wiring 
channel in an exposed condition, allowing 
reduction in the amount of critical material 
needed to manufacture the fixture. 


Welding Electrodes 


Grades ‘'P-170"' and ‘’P-180"' d.c. electrodes. 
The Anthony Carlin Company, 27/7 East 75th 
St., Cleveland, Ohio. 


Two additions to the company’s line of 
welding electrodes are said to meet re- 
quirements of AWS Classifications E4510 
and E4511, respectively. These are straight 
polarity electrodes which are designed for 
a broad field of application where the phy- 
sical properties indicated in the specifica- 
tions are acceptable. 


Frequency Meter 


Electronic instrument is applicable for 
laboratory tests and for speed indication 
when combined with a photoelectric cell, 





Model ''28°' direct reading freauency 
eight ranges, 0-10 to 0-50,000 cps.; accuracy 
2 percent over - power supply 
05-125 volts, 60 cycles 00 watts: North 
American Phillips Co., Inc., 100 East 42nd St., 
New Yortr 17. N. Y. 
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light source and amplifer. It will operate 
standard 5 ma. recorder without use of 
auxiliary amplifiers. An overload cutout 
protects recorder from damage. It is stated 
to have an input impedance of 100,000 
ohms or over and to measure frequency re- 
gardless of input signal voltage variations 
between 0.5 and 200 volts. 


Welding Electrode 


No. 200'' coated aluminum-bronze elec- 
rode: sizes from '% to 3/16 in. in 14-in. 
lengths, 4 to '/2 in. in 18-in. lengths. Wilson 
Welder and Metals Co., 60 East 42nd St., 
New York, N.  * 


Coated high tensile bronze electrode is a 
shielded-are type and can also be used as a 
filler rod in carbon are welding. Applica- 
tions are in welding of most bronzes, mal- 
leable and cast iron and steel as well as 
dissimilar metals such as cast iron to brass 


Oil Lubricator 


Type "J" constant level lubricators: capaci- 
ties 2, 4. 8 and 16 oz. Ojil-Rite Corporation, 
3475 South 13th St., Milwaukee 7, Wis. 


For use on electric motors, pillow blocks, 
pumps and other machinery, lubricator con- 
sists of base, dome and reservoir which is 
sealed to a collar with a plastic cement to 
eliminate cracking. When bearing oil level 
falls air is admitted into the reservoir 
through a vent thus releasing just enough 
oil to restore the original level. 


Kelvin-Wheatstone Bridge 


Type 638-2" bridge: range, 0.000! ohms to 
11.11 megohms. Shallcross Mfg. Co., Jackson 
& Pusey Avenues, Collingdale, Pa. 


Combining Kelvin and Wheatstone 
bridges, new resistance measurement in- 
strument is suitable for Jaboratory and 
school use, maintenance work, production 
line testing and field investigations. Rheo- 
stat is variable in steps of 1 ohm for Wheat- 
stone bridge measurements and 1 micro- 
ohm for Kelvin bridge measurements. Sepa- 
rate keys are provided for the battery and 
galvanometer circuit. Built-in galvanometer 
has a sensitivity of 0.25 microamperes from 
millimeter deflection. 





BUYING ELECTRICAL EQUIPMENT?— 
McGraw-Hill’s Electrical Buyers Reference 
is a convenient place to look first for 
manufacturers’ product data, names and 
addresses. 
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Resilient Mountings 


Mountings have cylinders of rubber ,, 
rubber-like materials interconnect -d py < 
shaped arms. This arrangement i. saiq ty 
permit a soft suspension under |izh; load 
and allows the resilient material fr--edon, , 
movement in all directions. Ap) licatig,, 





Resilient mounting: utilizes rubber or rubb 


like material. The B. F. Goodrich Co., Akro» 
Ohio 


include mounting of housings for ins, 
ments, motors for musical instrument, 4p) 
flexible power transmission couplings. 


Infrared Lamp 


“Birdseye RE-40"' infrared heat lamp: 3: 
watts. Wabash Appliance Corp., 335 Ca: 
roll St., Brooklyn 3i, N. Y. 


This addition to the company’s line oj 
lamps is made in clear and ruby glass, ha 
built-in reflector,-Superlok base, cerami: 
heat reflector disc, and tungsten “M-fl; 
ment.” 

s 


Test Cabinet 


Designed for applications in research an/ 
inspection laboratories dual temperatur 
test cabinet is provided with positive a 
circulation, solenoid operated air duc 
doors and 12 test terminals. Temperatur 
is automatically controlled, accuracy plu 
or minus | deg. F., it is stated, and reduce 
in a 90-deg. F. room from 180 to —65 de 
F. in 6 hr., heating cycle from —65 to lf 
deg. F. in 1 hr. 


Mode! “LH-30'' Tuternp heating and cooling 
cabinet: range 180 to —65 deg. F.; inside ¢ 
mensions, 20 in. wide, 16/2 in. long, |6 !* 
high; 1,000-watt heating element; cooling 
unit, | hp., 4-cylinder, Zetege, Freon 12, @ 
cooled. Revco, Inc., Deerfield, Mich 
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(Here's another ad in the series that brings a vital message to your customers.) 


Know where that postwar plan of yours 


ought to STA 7 A 





ACTUALLY it must start with electrical wiring ... adequate 
wiring! Not because we think so—but simply because 
electric energy —electric-motorized power—is going to 
play an even bigger role in postwar production. And you 
can’t take full advantage of it without the right wiring. 

Undoubtedly you want to swing your plant into peace- 
time production quickly after the war. You’ve got plans 
for that—and for modernization ... improvements... 
possibly expansion. 

Well, more and better wiring will have to come first. 
And now is the time to plan for it—in advance. Just about 











whee nmibnben { the most valuable men you could talk to today are your 
“gpa AUUITIVIND | 4 electrical contractor and a power engineer from the local 
ad 4 utility plant. Bring them into the advance planning stage. 
reduce’ = —- +3 lis Unwired planning will cost 





65 deg 
to 18 


you a whole lot more than crease want) 
. - ee ae 
planned wiring! pa 


HELP BRING VICTORY SOONER...BUY MORE WAR BONDS. 


ANACONDA WIRE 
& CABLE COMPANY 


25 Broadway, New York 4... Sales Offices in Principal Cities 
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Kea mize Motors! 


O MACHINE KNOWN C: ; dy. 
plicate the skill of Sam 


Meister, left, of Allis-Cha! mer; 
Norwood Works. 

Holding an acetylene torch jn 
his right hand, a silver alloy rod 
in his left, Sam silver-brazes end 
connections of Allis-Chalmers’ “Ip. 
destructible Rotor.” 

Round and round the conne. 
tions he works — expertly flowing 
in molten alloy to form a joined 
structure that can withstand a5 
much heat as though it were 4 
single die-casting. 

No machine can do that job — 
and no machine can fully test how 
well it is done. 

There’s only one test. . . wait 5, 
10, 15 years and see. 

And that’s the test in which Allis. 
Chalmers motors have proved over 
the years that they're great motors. 
That’s why you hear it said so 
often: “You can depend on Allis. 


~ $97 


Chalmers Motors: 





. & Cc 

YES, HUNDREDS of Allis-Chalmers 
men—craftsmen like Sam Meister 
— know they have a big personal 
stake in every Allis-Chalmers mo- 
tor. When they build a great motor 
for you, they’re making a friend 
...and they know that’s something 
no company and its workers can 
have too many of. 

Next time you need great mo- 
tors contact our district office. Or 
write direct to ALLIS-CHALMERS, 
MILWAUKEE 1, WISCONSIN. 


wt worn &c 


VICTORY 


ot Sas in the Boston Symphony, Blue 
Network, Saturday at 8:30 pm, EWT. 


sx DEPEND ON ALLIS-CHALMERS MOTORS 





